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5 December 1979 


MEMORANDUM FOR: Distribution 

FROM : PB/NSC Coordinator 

SUBJECT : Presidential Briefings (U) 


1. The following is provided for information. Please provide to 
all affected Offices/Divisions and key personnel. (U) 

2. The situation in Iran has caused some disruptions in the regular 
biweekly schedule. The last regular briefing was conducted on 31 October. 
The 14 November briefing was cancelled and the 27 November briefing 
dealt exclusively with Iran. (C) 

3. The next briefing is tentatively scheduled for 12 December and, 
because of the holidays, it is possible the next time the Director would 
brief the President would not occur until 9 January. (C) 

4. The Director is currently reviewing the following topics for 
possible use on the 12th or later: 
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• 

• Indochina Update 

« Technology Transfer 

• Libya Update 

• Nuclear Proliferation 

• Soviet Update 

e Arabian Peninsula 
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Thereissomepossibi 1 i ty he may also want to pursue Budget issues and a 

Update. 
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